FURTHER DEVELOPMENTS IN UNITED STATES
now installing the new type of leer in its own as well as *the plants of its licensees.
In 19113 The Charles Boldt Company, a licensee, enlarged its Cincinnati plant, doubling its capacity, installing additional machines, and the Illinois Glass Company, at about the same time enlarged its installation to operate twenty-two machines.
In this same period, The American Bottle Company, the Thatcher Manufacturing Company and the Hazel-Atlas Glass Company, all licensees, made very extensive installations. The enthusiasm and active co-operation of the licensees of the Owens Company assisted materially in the progress made during this period. These companies were composed of men well grounded in the bottle business, and they contributed in a large measure to the success attained.
In May, 1912, the license to manufacture prescription and proprietary ware was granted the Owens Eastern Bottle Company, and a plant was built at Clarksburg, W. Va., with three furnaces and an installation of six ten-arm machines.
This new plant, which was then under the management of George W.Yost and James W. Morrison, was later acquired by the Owens Company, Mr. Morrison associating himself with the latter company as a Sales Manager.
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